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1§ DOCUMENT CONTAINS INFORMATION AFFECTING THE NATIONAL DEFENSE THIS 1S UNEVALUATED 
THE UNITED STATES WITHIN THE MEANING OF THE ESPIONAGE ACT 50 

S$. C.. 31 AND 32. AS AMENDED. ITS TRANSMISSION OR THE REVELATION 

17S CONTENTS IN ANY MANNER TO AN UNAUTHORIZED PERSON 15 PRO- ¥ 

IBITEO BY LAW. REPRODUCTION OF THIS FORM IS PROHIBITED. Documentary 


25X11 


nate ‘The attached material} which consists of organizational charts for various 
ee types of industrial plants in the Russian Zone of Germany, a general 

floor-plan of the former Schwartzkopff plant in Wildau, and a copy of a 
i letter, dated 10 August 1945, concerning the conversion of Wildau 
industrial plants to peacetime production, is sent to you -on- oan, 
Kindly return it at your earliest convenience. 
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MISCELLANEOUS INDUSTRIAL INFORMATION (8 pp3 Gorman; dated August 19b5 


This photostated document conteins miscellaneous industria}infornation, as folzews: 


1) Your charts showing the organizations] on both administrative and technical, (of 


enterprises belonging to VVB Lowa, according to the however, this is not indi 
on the original document’) for a large-scale plant, a ederation of People-Omed Ente #) 


a medium-sized plant, and a small plant. *« 


2) Floer plan, dated 8 May 1915, of the former Schwartzkopff Locomotive Plant of the 
Berlin Machine Works, in Wildau, which whows the utilization of floor space for the varioys5y 4 | 
yorkshops , Storage areas, eto, Railroad comections to the plant are also shewn. ; 


a eee 
aia ee SINT letter gives instructions and proposals for the conversion or 
ndustries if cetime production, as directed by the Commander-in-Chief of the 


Soviet Occupation Forces in Germmmy, Marshal Zhukov. Three industries are discussed in detaj’ 
the former Schwartzkopff Locomotive Plant of the Berlin Machine Works, the AEG(German Genera. 
Electric Company) Airplane Factory, and DEGUSSA (Germsnfiold and Silver Refinery). 


25X 


25X1# Similar organizational charts[ _———————S—SS—=sd’ wild bee published by FDD, Project No. 1311 
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